Message 


From: Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECiPlENTS/CN=KATE.CORBETT] 

Sent: 111912012 5:05:52 PM 

To: Zanolli, Janice (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Janice.Zanolli] 

Subject: 

Attachments: 



From: Pressat, Vailery (SUF) 

Sent: Thursday, July 19, 2012 12:15 PM 
To: Corbett, Kate (DPH) 

Cc: Distefano, Michael (SUF) 

Subject: 
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